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E.O. 11652: N/A 

TAGS: EAIR, ASAF, US, XX 

SUBJECT: EMERGENCY AIRWORTHINESS DIRECTIVE (AD), DC-10 
AIRCRAFT 


1. ON 22 FEBRUARY, THE US FAA DISPATCHED AN EMERGENCY AD 
TO WASHINGTON EMBASSIES OF NATIONS IN WHICH ADDRESSEES 
ARE LOCATED. 

2. THE PURPOSE OF THE AD WAS TO DETERMINE IF CRACKS EXIST 
IN THE OUTBOARD FLAP VANE SUPPORT FITTINGS AND VERIFY 
PROPER INSTALLATION OF OUTBOARD FLAP VANE STOPS. THE IN 
SPECTION SHOULD BE CONDUCTED WITHIN THE NEXT 150 HOURS ON 
ALL DC- 10 AIRCRAFT WITH OVER 500 LANDINGS. INSPECTION 
SHOULD BE CONDUCTED IN ACCORDANCE WITH PARAGRAPH 1, 2 AND 
3 OF MCDONNELL DOUGLAS ALERT SERVICE BULLETIN A 57/48 
DATED FEBRUARY 20, 1975, OR LATER APPROVED REVISIONS. 
EQUIVALENT INSPECTIONS AND CHECKS MAY BE APPROVED BY THE 
CHIEF, AIRCRAFT ENGINEERING DIVISION, FAA WESTERN REGION, 

LOS ANGELES, CALIFORNIA. UNTIL FURTHER NOTICE, OPERATORS 
SHALL USE FLAP SETTINGS NOT TO EXCEED 35 DEGREES FOR LAND- 
ING. AIRCRAFT MAY BE FLOWN TO A BASE FOR AN ACCOMPLISHMENT 
OF THE WORK REQUIRED BY THIS AD. 

3. APPRECIATE POSTS VERIFY THAT LOCAL CIV AIR AUTHORITIES 
HAVE RECEIVED THIS AD AND ADVISE FAA (SLUG FAA/AIA-130 
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